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RELATIVE IMPORTANCE OF STRATEGIC SYSTEM PARAMETERS 

(S. U. First Strike) 


Factor 

A Fatalities for Changing 
Upper Range of NIE bv 1 Unit 

ICBM Launchers 

600 


Reliability 

300 


Availability 

200 


MIRV 

300 


OFFENSE QUANTITY 


1400 

CEP 

100 

Yield 

600 


Hardness 

300 


OFFENSE QUALITY 


1000 

ALL OFFENSE PARAMETERS 


2400 

SAM 

50 

Acquisition 

50 


Reliability 

10 


Discrimination 

10 


Kill 

10 


LOCAL BOMBER DEFENSE 


130 

Interceptors 

50 

Acquisition 

50 


Intercept 

10 


Kill Pass 

10 


AREA BOMBER DEFENSE 

ALL BOMBER DEFENSE PARAMETERS 

120 

250 

Local ABM 

1000 


Acquisition 

200 


Discrimination 

200 


Kill 

100 


LOCAL ABM 


1500 

Area ABM 

2000 

Acquisition 

1000 


D i e c v iminati on 

200 


Kill 

300 


AREA ABM 


3500 

ALL ABM PARAMETERS 


5000 


7650 

7650 7650 
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